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HRB_Singer, Incorporated 
Science Park 

State College, Pennsylvania 
Gentlemen: 


IDEA- 20 40 
Copy^of 5 

Contract No. AF33 (657) -10808 
File No. DH-1932 
Amendment No. 2 

5 0 JUN 1964 


1. This document constitutes Amendment No. 2 to Contract 
No. AF33 (657) -10808, File No. DH-1932, entered into, by, and 
between the parties hereto as of 21 March 1963. 

2. In consideration of the additional effort expended on 
modifications and testing of the XN_2 Prototype delivered under 
this contract at the request of the Contracting Officer as out- 
lined in the Contractor r s letter of 4 February 1964, the esti- 
mated cost and fixed fee as set forth in PART III is further 
amended to read as follows: 



4. Please indicate your acceptance of this Amendment No. 2 
by the execution of all three copies hereto. The original and 
one copy are to be returned to the undersigned; the remaining 
copy may be retained for your files. 


Very truly yours, 


ACKNOWLEDGED AND ACCEPTED 
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March 18, 1965 tFfilFl 



